
County of Riverside 

DEPARTMENT OF ENVIRONMENTAL HEALTH 

For general information call: 1-888-722-4234 
www.rivcoeh.ora 


FACILITY NAME 

Metro Noodle 

DATE 

8/6/2019 

TIME IN TIME OUT 

12:15PM 1:30PM 

LOCATION 

635 N Main St #B-1A, Corona, CA 92880 

RE-INSPECTION DATE 

Next Routine 

PERMIT HOLDER 

Andy & Kimmy Bui 

E-MAIL 

andybuil 188@yahoo.com 

PERMIT # 

PR0003192 

EXPIRATION DATE 

06/30/2020 

SERVICE 

Facility closure 

FACILITY PHONE 

(951)427-3422 

PE 

3620 

DISTRICT 

0054 

INSPECTOR NAME 

Jillian Van Stockum 


Inspector Observations: 


A routine inspection was attempted this date. Upon arrival, live german cockroaches (too numerous to count) of varying life 
stages were observed throughout the facility (prep line, cooks line, warewash area, dry storage, janitorial area, etc.) as well as 
extensive numbers of dead german cockroaches on the floor as well as on and in equipment throughout the facility. Extensive 
buildup and old food debris were observed on the flooring, shelving, and equipment throughout the facility. Gaps and crevices 
were observed along equipment (i.e. hood) and along the base coving throughout the facility. Ensure pest control services the 
facility. All evidence of vermin activity must be removed and the affected areas thoroughly washed, rinsed, and sanitized. Once 
the infestation has been eradicated and all areas cleaned, contact this department at (951)273-9140 to schedule a 
reinspection. 

*NOTE: The Department "Facility Closed" sign was posted. Ensure the sign remains posted and the facility remains closed until 
a representative of this department verifies the facility meets health standards and can be reopened. 
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